May 12, 1928 RAILWAY AGE 13 


SYMINGTON 





INCREASED SPRING CAPACITY 


50 TON EQUIPMENT 


89000 POUNDS WITH A. R. A. STANDARD COILS 


: _ALL SPRINGS ON THE PLANK AT THE SAME LEVEL 


THE GOULD COUPLER CO. 


NEW YORK CHICAGO 
MONTREAL: ADANAC SUPPLIES, LTD. WORKS: DEPEW 





Posted July 2021 by Brian D. Szafranski, Elma NY USA 


